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Stores Purchase 


Department of Electrical Inspectorate 

TENDER NOTICE 
[e-Tender No. 02/2013-14/CEI] 

No. G1-10769/2013/CEI. 13th September 2013. 

Sealed tenders are invited for the supply of following 
equipments required for department of Electrical 
Inspectorate, Thiruvananthapuram. 

EMD—? 40,000. 

Cost of Tender Form (Original)—? 6,000. 

Value Added Tax—5%—? 300. 

Starting date and time of online submission of 
e-tender—13-9-2013 at 3 p. m. 

Last date and time of online submission of 
e-tender—15-10-2013 at 3 p. m. 

Date and time of opening of e-tender—17-10-2013 
at 3 p. m. 

Website address—www.etenders.kerala.gov.in 
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SI. 

Name of Equipment 

Quantity 

No. 

with specification 

required 

1 

Automatic Three Phase Energy 
Meter Test Set 

6 Nos. 

2 

Standard CT (500/5A 0.05 Class) 

2 Nos. 

3 

CT Burden (1-40VA @ 1.0 Pf.) 

2 Nos. 

4 

CT Source (6V, 500A) 

2 Nos 


Office of the Chief Electrical 
Inspector, Housing Board Buildings, 

Santhi Nagar, 

Thiruvananthapuram-695 001 (Sd.) 

Phone: 0471-2331104, 0471-2331159 Chief Electrical 
Email: cei@ceikerala.gov.in Inspector. 





